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COST ESTIMATE 
MAGNETIC TAPE FOR SYSTEMS NO. 1 & 3 RECORDERS 


Two-hundred-thirty Reels Magnetic Tape 
1/4'1/2 mil Mylar Type HCLP 
Per RW Specification No, 112 at 
$29.25 each $ 6,727.50 


General and Administrative 
Expense 


Total Estimated Cost 230 Reels of 
Magnetic Tape 


Total Estimated Cost Including Fee 


Approved For Release ovate: Si ebee1 B00878R001400060002-4 


 gaPc/ YOo 7 
T COPY / OF 3 


25X1A 


